GREATER CINCINNATI 

544 ORCHARD VIEW PLACE 
CINCINNATI OHIO 45238 

East: 513-231-0222 
West: 513-451-1222 

http://www.completeapplianceservice.com 

Center of town is 513-745-0914 

859-431-1400 

FREE SERVICE CALL WITH REPAIR 

AT Complete Appliance Service we are in our 33rd year of successful 
business and we are very proud of our A plus Rating with the Better 
Business Bureau. Since 1980, we have always striven to provide the 
highest level of customer service and technical support throughout 
the Greater Cincinnati and Northern Kentucky Areas. We receive 
continuous positive feedback from our many repeat customers. We 
are able to provide you with immediate and friendly services on your 
home appliances. Same Day Service in most cases. Our service 
technicians years of experience and strive for Excellence in every 
facet of their trade. That is why we say, "Why Call a Repairman when 
you can call a specialist! 

Complete Appliance Technicians are factory trained." Licensed and 
bonded, and they receive continuing education and training to 
provide our customers the highest level of professional service 
possible. We use the latest equipment and procedures to safeguard 
our customers,their property and their time. We use genuine factory 
parts whenever possible, and we are not going to sell you parts that 
you don't need. I would like to thank all of you for considering us to 
take care of all your appliance needs. Proprietor, Arnold Home 




NORTHERN KENTUCKY 

1450 DIXIE HIGHWAY 
COVINGTON KY.41011 

859-431-1400 
859-441-1222 



WHY CJUl A REPJURIUUI WHEN 
YOUCANCUIASPECUUIST 

RESIDENTIAL AND COMMERCIAL REPAIR SERVICE 

Imagine a company where you can buy a refrigerator and then schedule 
electrical work to add a ceiling fan at the same time. At Complete Appliance 
Service, we strive to be your one-stop-shop for your home service needs. We 
specialize in the sales and service to all your home appliances but also have 
branched out to provide top quality plumbing, HVAC, and electrical services. 

Learn More About Complete Appliance Service: 

Appliance Sales and Repair - We have over 8,000 sq ft of refrigerators, 
freezers, washers, dryers and more! 

Electrical Services - From security lighting to electrical generator hook ups 
Plumbing Services - Toilet / tub installs, pipe repairs, fixture replacement, sump 
pump repair, and more 



We have been doing this for 30 years and strive for perfect customer 
satisfaction with every job. 

Contact Complete Appliance Service today at 513-661-3708 or 859-431-1400 for 




SERVICE 

I do give a free service call with repair. Our average repair cost is 
$79.00 - $179.00 plus parts. I do not charge any more for a part than 
you pay at your local parts center. All Brands Serviced, Refrigerator, 
Ranges, Washers, Dryers, Dishwashers, Garbage Disposals and more. 
Please call Office 513-661-3708 or 859-431-1400. 



PARTS 




Our parts department has all your DIY do it yourself parts. Amana, 
Admiral, Bosch, Electrolux, Frigidare, General Electric, Hotpoint, 
Sears Kenmore, Samsung, FSP, Maytag , Whirlpool, Broun, and many 
others please call 513 661 3708 or 859-431-1400 If we do not have it 1 
to 3 days we can have it mailed to your house. Hours for Monday - 
Friday 8 am - 5:30 pm Saturday 9AM - 4 PM or just call 



RECONDITIONED APPLIANCES 




We sell any kind of reconditioned appliance you may need. Side by Side refrigerators with ice and 

water in the door $299.00 up to $499.00 Refrigerators freezer on top $179.00 and up. Ranges 

$129.00 -299.00, Washers $179.00 - $249.00 , Dryers $99.00 - $229.00 , Dishwashers $149.00 - $249.00 
Ice Makers $299.00 50LBS each and lots more. Please Call. Appliance Store Located Off I-75 and Pike 
Street. 5 min. from down town Cincinnati. Mon- Fri 9AIVI - 5:30 Saturday 9AIVI-4PIVI 859-431-1400 



